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DVD- RO M/ CD-ROM Drives - Non- Repairable Units 


Overview 


Document # 222903 


Replacement parts for some Pioneer drives are not available to the public. The customer must contact their 


dealer or distributor to receive an exchange drive. 


Details 


Replacement parts are unavailable for the following DVD-ROM drives: 


Pioneer DVD-ROM OEM DVD-ROM 
DVD-A01 DVD-A05S DVD-101 DVD-113 
DVD-A02 DVD-U01 DVD-102 DVD-114 
DVD-A03S DVD-U02 DVD-103S DVD-115 
DVD-A04S DVD-U03S DVD-104S DVD-301 

DVD-105S DVD-302 
DVD-303 


Replacement parts are unavailable for the following CD-ROM drives: 


Pioneer CD-ROM 


DR-A01S 
DR-A04S 
DR-A10X 
DR-A12X 
DR-A14S 
DR-A24X 
DR-A32X 
DR-A36X 
DR-A40X 


DR-U03S 
DR-U06S 
DR-U10X 
DR-U12X 
DR-U16S 
DR-U24X 
DR-U32X 
DR-U36X 
DR-U40X 


OEM CD-ROM 
DR-411 DR-511 
DR-433 DR-533 
DR-444 DR-544 
DR-466 DR-566 
DR-501S DR-704S 
DR-503S DR-706S 
DR-504S DR-744 
DR-506S DR-766 

DR-944 
DR-966 
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(310) 952-2111 


